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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 148919 
ORIGIN DOE- 15 

INFO OCT-01 EUR- 12 EA-12 ISO-00 ACDA-12 CIAE-00 INR-10 
10-14 L-03 NSAE-00 NSC-05 EB-08 NRC-07 OES-07 
SOE-02 DODE-00 SS-15 SP-02 CEQ-01 PM-05 /131 R 

DRAFTED BY DOEAVB ARTELS 
APPROVED BY NET/RELIIMA TAINEN 
lO/SCT/A JILLSON 
ACDA/M ROSENTHAL 
DOE/S CEJA 

035992 122305Z/61 

P 122156ZJUN78 
FM SECSTATE WASHDC 
TO AMEMBASSY TOKYO PRIORITY 
INFO AMEMBASSY VIENNA PRIORITY 
AMEMBASSY PARIS PRIORITY 

UNCLAS STATE 148919 

USIAEA 

E.O. 11652: N/A 

TAGS:PARM, ENRG, TECH, JA, FRANCE 

SUBJECT: ADVANCED SAFEGUARD INSTRUMENTATION TESTING AT 
TOKAI 

REE: A. TOKYO 09307 B. BLOOM/COOPER TELECON 6/12/78 

1. LETTER DATED 4/26/78 EROM PECQUEUR, DISCUSSED IN REF. 

(A) HAS NOT BEEN RECEIVED. PLEASE CABLE TEXT AND 
INFORMATION ON PROPOSED MINOR CHANGES IN WORDING SO 
REQUESTED INSTRUCTIONS CAN BE PROVIDED. 

2. PARTICIPATING AGENCIES HAD NOT CONSIDERED IDEA OF 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 148919 

FRENCH PARTICIPATION IN JUNE 16-24 MEETING OF TASTEX 
PROGRAM IN JAPAN. U.S. PARTICIPANTS AND TOPICS TO BE 
DISCUSSED IN MEETING ARE TECHNICAL AND WITHIN SCOPE OF 
APPROVED PROGRAM. IF JAPAN FEELS NEED FOR FRENCH 
PARTICIPATION, U.S. HAS NO OBJECTION. VANCE 
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UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR SAFEGUARDS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE148919 

Document Source: CORE 

Document Unique ID: 00 

Drafter: WBARTELS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780245-0953 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780668/aaaacgxh.tel 

Line Count: 60 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: d041d18a-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN DOE 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 TOKYO 9307 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2385174 
Secure: OPEN 
Status: NATIVE 

Subject: ADVANCED SAFEGUARD INSTRUMENTATION TESTING AT TOKAI 
TAGS: PARM, ENRG, TECH, JA 
To: TOKYO USIAEA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/d041d18a-c288-dd11-92da-001cc4696bcc 
Review Markings: 
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